yA 4a ee eed. -10) en kenmg Effective October 21, 2019 


Monday to Friday 


a 5 Keep in Mind: 


This schedule will be effective from October 21, 2019 and will replace the 


ZONE STATION TRAIN # 
700 702 704 710 746 712 | 714 748 716 718 | 720 750 722 752 754 756 724 726 728 758 730 732 schedule of May, 20, 2019. 
Bikes Allowed b% b> GF | de] 5 de de dH GH Fo Fo FH cH cH dH dH dH cH cH | SH 
6 Forge Park/495 4] 518 6:03 6:35 9:22 - (10:55]12:20, - 1:37 | 2:54 3:55 - 4:56 - - - 7:43 8:07 9:10 -  |10:30 11:50 Presidents’ Day and 4th of July operate 
6 Franklin/Dean Coll. 5:25 610 6:42 9:29) - |1:02|12:27) - | 144 | 3:01) 4:02) - | 5:03) - - - (7:50 814 917 - 10:37 1:57. ona Saturday service schedule. 
5 Norfolk & | 5:32 617 6:49 9:36 - | 1:09} 12:34 - 1:51 | 3:08 4:09 - 5:10 - - - 7:57 | 8:21 | 9:24 - | 10:44 | 12:04 ; : me . 
Fig eae all — 3 : = KAD) = = Reel ec _ - |432| - |525|634/739)- . = hee) : New Year’s Day, Memorial Day, Labor Day, Thanksgiving Day, and Christmas Day 
operate on a Sunday service schedule. 
4 Walpole 5:39 6:24 | 6:56 i 9:43 - M6 | 12:41 - 4:58 3:23 | 4:24 - 5:24 - - - 8:04 8:36 9:31 - 10:51 12:11 
4 Plimptonville E -  (£6:58 z = is z s e g S i s z s : = Z i For all other holiday schedules, please check MBTA.com or call 617-222-3200. 
4 Windsor Gardens 5:42 | 6:00 6:28 | 7:01 9:47 10:42 11:20 }12:45 1:42 - 3:28 - 4:45 - - |f6:47| - - - - |10:02] - - 
3. Norwood Central $]5:46 6:05 6:33 7:06 9:51 10:46 11:24]12:49 146 2:05 3:32 4:31 4:49 5:31 5:40 6:51 7:55 8:11 8:43 9:38 10:06 10:58 f12:18 Times in purple with “f” indicate a flag stop: Passengers must tell the 
3 Norwood Depot 4| 549 608 | 6:36 7:09 9:53 10:48 1:26 | 12:51 148 2:07 334) - 4:51 - 5:42 6:53 - | 813 8:45 9:40 10:08 11:00 £12:20 ad Sea ied ’ oe tral waiting to board must be 
3 Islington 5:52 | 6:12 | 6:40 | 7:13 9:56 | 10:51 | 11:29 }12:54] 1:51 | 2:10 | 3:37 - 4:54 - 5:45 6:56 - 8:16 8:48 | 9:43 | 10:11 11:02 £ 12:22 “ie! n P EDO PMNS HQIEEO SOR: 
2 Dedham Corp. Ctr. 615:55 | 6:15 6:43 7:16 9:59 10:53 11:31 12:56 | 1:53 2:12 | 3:39 4:36 4:56 5:36 5:47 | 6:58 8:00 8:18 8:50 9:45 10:13 | 11:05 £12:25 Times in blue indicate an early departure 
2° Endicott 5:58 618 6:46 7:20 10:02 | 10:56 | 11:34 }12:59 1:56 2:15 3:42) - | 4:59) - |5:50)/ 7:01) - | 8:21 8:53 | 9:48 | 10:16 | 11:08 12:28 (L stop): The train may leave ahead of schedule at these stops. 
2 Readville &]6:02 VIA | 6:51 7:25 10:06 VIA | 11:38] 1:03 | VIA 2:19 - - VIA - 5:54 VIA - 8:25) VIA 9:52 VIA | 11:12 |f 12:32 
1 Hyde Park t| - | rar] - 2 z SAR Seine 2 Sa frase - |rar| - - |rarm | - | pair ig ON) Bikes: Bicycles are allowed on trains with the bicycle symbol shown below 
4A Ruggles 6 |L 6:13 MOUNT L 7:01. 7:35.L 7:57, - (L8:48L9:04|L10:16MoUNT - -  MouNT) - 2 - MOUNT - - MOUNT) -  L8:35 MOUNT L 10:02 MOUNT - the train number. 
1A Back Bay $1L6:17 LINE L7:05L 7:39 L 8:01L 8:18 L 8:52 9:08]L. 10:20) LINE L 11:49]. 1:14 LINE L 2:30L 4:00L 4:56 LINE L5:58'L 6:11 LINE L8:20L 8:39 LINE L10:06 LINE L 11:24 12:43 High level platform and bridge plate available. 
1A South Station 4] 6:23 6:52 7:11 | 7:45 | 8:07 | 8:24 8:58 | 9:14 }10:25 11:30 11:54 | 119 | 2:30 | 2:35 | 4:05 | 5:01 5:33 | 6:03 | 6:16 7:36 8:25 | 8:44 | 9:27 | 10:11 10:50) 11:29 | 12:48 O Visi mbta.com/accessibility for more information. 
Trains in purple box indicate peak period trains. 
Monday to Friday 
Outbound from Boston AM VIA FAIRMOUNT LINE: ‘ Foxboro Weekday Pilot service begins Oct 21, 2019. 
ZONE STATION TRAN# 701 | 741 | 743 703 745 | 705 707 747/709 71 713 | 749 759 729 731 Operates via the Fairmount Line As part of the pilot, a Reverse Commute fare is being tested 
between Readville and between Zone 1A stations and Foxboro on specific trains. 
Bikes Allowed de | db | db | de | db | de | dH | dS | dd | do | dH | dd b> | db | db South Station. See the Fairmount More details at mbta.com/foxboro. 
1A South Station & 415 | 6:03 7:05 8:04 | 8:50 9:40 | 11:00 11:45 ]12:20 1:35 2:40 2:45 10:00 10:30 | 11:50 Line schedule for all stops. 
1A Back Bay 6 - VIA vA 8:09 8:55 9:45 11:05 vIA [12:25 1:40 2:45 vA VIA 10:35 11:55 Foxboro Pilot - Reverse Commute Fare Details 
4A Ruggles bo - FAIR, FAIR, 8:13 8:59 - | 11:08 FAIR |12:28 1:44 2:49 FaIR- rar- 10:38 14:58 For additional service to asqanersaaavauck ES 
41 Hyde Park 6 - MOUNT MOUNT - - - - MOUNT] - - - MOUNT MOUNT 10:46 cs Readvi le ee eee ae Ruggles, Newmarket, Ushains 
2 Readville 6  - | LINE LINE | 8:23 9:09 9:56 - — LINE | 12:38 1:53-2:59 LINE LINE 10:50 12:08 ee a Zone 1A stations Corner, Four Corners/Geneva, 
particular trains. Talbot Ave, Morton Street, Blue 
2 Endicott - - Péssts). | | AEVPASY || SMP |S yate) | iki he) - 12:41 | 1:57 - | 3:20 - |10:53} 12:11 Hi tee i 
ill Ave and Fairmount 
2 Dedham Corp. Ctr. &) - | 6:37) 7:41 | 8:29 9:15 10:02 11:22 12:20] 12:44 1:59 | 3:04 3:23 10:35 10:56 | 12:14 For additional service to Ruggles 
3 Islington - - | 7:44 |f 8:32] 9:18 |10:05] 11:25] - | 12:47) 2:02|} - | 3:26 - |10:59 1217 Station, refer to the Providence AM trains from Train bas (oe Aid Eaicncin 
j . a ‘airmoun' 
3 Norwood Depot b - | - | 747 835 9:21 10:08 11:28) - }12:50 2:05 - 3:30 - 1:02 12:20 and Needham Line schedules for ] south station Train 745 (8:50 AM Franklin) 
3. Norwood Central 6 L4:37 6:42 7:50 8:38 9:24 10-1 1:31 12:25]12:53 2:08 310 3:33 10:40 11:05 12:23 Particular trains. 
. : 4 . . 5 3 7 : _ 7 . Train 750 (4:32 PM Fairmount) 
4 Windsor Gardens - - - 8:42 - 10:15 11:35 - 12:57, 212 - 3:37 - 11:08 | 12:26 For additional service to Hyde PMitvaing rani 752 (5:25 PM Franklin) 
4 Plimptonville - - - - - - - - 2 = 2 2 = 2 = Park Station, refer to the Foxboro Station Train 754 (6:34 PM Fairmount) 
4 Walpole L4:43, - - |846}] - | 10:19] 1139] - | 1:01 | 246 | 348] - : : : - | 112 12:31 Providence Line schedule for Train 756 (7:39 PM Franklin) 
4 Foxboro & - |6:59 8:06 - | 9:40 * = |p| 2 - | 3:52 i i 10:56) - - particular trains. One-Way $4.25 
5 Norfolk 6 - - - 8:52 - 10:25 11:45 - 1:07 | 2:22 | 3:25 - Ss - 11:19 12:38 Reduced Fare One-Way $2 
6 Franklin/Dean Coll. 4:55| - - |@59| - |10:32/1:52] - | 114 | 229/332] - H - | 1:26 12:45 Monthiy'Rass 
(incl. local bus transfers) $139 
6 Forge Park/495 6) 5:03 - - 9:07 - |10:40 12:00, - 1:22 | 2:37 3:40 - iH - 11:34 12:53 Monthly Pass on mTicket 
Trains in purple box indicate peak period trains. (no transfers) $129 


Saturday & Sunday Saturday & Sunday 
Tickets available on the 
bound from Boston AM PM Inbound to Bost AM PM Tickets mTicket app, onboard, and at 
the South Station Commuter 
SATURDAY TRAIN#, 1703. 1705 1707 | 1709 1711 1713 1715 1717 1719 SATURDAY TRAIN# 1702 1704 1706} 1708 1710 1712 1714 1716 1718 Rail Ticket Office. 


SAT SAT 


ZONE STATION = SUNDAY TRAIN # SAT ONLYSATONLY 2707 | 2709 2711 2713 | 2715 | 2717. 2719 ZONE STATION SUNDAY TRAIN# = Oxy only 2706 | 2708 2710 2712 2714 2716 2718 
Bikes Allowed &} or3) b&b bb Cry &} & &} && Bikes Allowed G& && Gb && && && bb Ge db 
1A South Station & 7:20 9:20) 11:20 | 1:20 | 3:20 | 5:20 | 7:20 9:20 11:20 6 Forge Park/495 & 6:40 8:40 10:40] 12:40 2:40 4:40 | 6:40 8:40 10:40 
1A Back Bay & 7:25 9:25 1:25] 1:25 3:25 5:25 7:25 9:25 11:25 6 Franklin/Dean Coll. 647 8:47 10:47] 12:47 2:47 4:47 6:47 | 8:47 10:47 Schedules may change in the 
1A Ruggles & 7:28 9:28 1:28 | 1:28 3:28 | 5:28 | 7:28 9:28 | 11:28 5 Norfolk & 6:54 8:54 10:54] 12:54 2:54 | 4:54 6:54 8:54 | 10:54 event of severe weather eect 
2  Readville &| 7:38 | 9:38 | 11:38 | 1:38 | 3:38 | 5:38 | 7:38 | 9:38 | 11:38 4 Walpole 7:01 | 9:01 | 11:01 | 1:01 | 3:01 | 5:01 | 7:01 | 9:01 | 11:01 normal schedule. 
2 Endicott 7M 9:41 at | 41 3:41 5:41) 7:41 9:41 | 11:41 4 Windsor Gardens 7:06 | 9:06 1:06] 1:06 3:06 | 5:06 7:06 | 9:06 11:05 The MBTA and Keolis closely monitor 
weather forecasts to determine if 
2 DedhamCorp.Ct. & 7:45 9:45 14:45] 1:45 3:45 5:45 7:45 9:45) 11:45 3 Norwood Central 6) 7:10 | 9:10 | 11:10 | 1:10 | 3:10 | 5:10 | 7:10 | 9:10 |f 11:09 conditions necessitate changes to the STORM SCHEDULE 
3. Islington TAT | 9:47 | 1:47 | 1:47 3:47. 5:47 7:47 9:47 11:47 3 Norwood Depot &) 712 | 9:12 | 1:12 | 1:12 | 3:12 | 5:12 | 7:12 | 912 | £11:11 Commuter Rail schedule. Major changes to the regular 
3 Norwood Depot eds || ZASKO) | SSHSXo) || afsKo) || GHSTO) || “eHtsNo) || TEPE{o))) zétsxo) | CasKo) || ahBse) 3 Islington 716 | 9:16 | 11:16 | 1:16 | 3:16 | 516 | 7:16 | 9:16 |f11:14 schedule. Schedules will be 
3 NorwoodCentral 7:53 9:53 11:53] 453 3:53 5:53 7:53 9:53. 11:53 2 DedhamCorp.Ct. 4 719 9:19 1119] 119 349 S19 749 | 919 | £41:17 During weather events, the symbols A available on mbta.com, and 
4 Windsor Gardens 7:57 9:57 11:57 | 57 3:57 5:57 7:57 9:57. 14:57 2 Endicott 721 | 9:21 21) 121 3:21 | 5:21 7:21 | 9:21 F 41:19 ae eee ee in Boston stations. 
4 Walpole 8:03 10:03 12:03] 2:03 4:03 6:03 8:03 10:03 12:03 2 Readville | 7:24 | 9:24 | 4:24 1:24 | 3:24 | 5:24 7:24 | 9:24 | f 11:21 the following day will be announced mid- 
5 Norfolk & | 8:10 | 10:10 | 12:10 | 2:10 | 4:10 | 6:10 | 8:10 | 10:10 | 12:10 1A Ruggles $ L7:34\L 9:34 L 11:34) L 1:34 L 3:34/L 5:34 L 7:34 L 9:34 /L 11:31 afternoon on the prior day. NO SERVICE F 
6 Franklin/Dean Coll. 817 10:17 | 12:17 | 217 | 417. «6:78:17, 10:17 12:17 1A Back Bay ® L7:38/L 9:38 L 11:38] 1:38 L 3:38 /L 5:38 L 7:38 |L 9:38 L 11:35 PS ra a al On 
6 Forge Park/495 & 8:24 10:24 12:24] 2:24 4:24 6:24 8:24 10:24 12:24 1A South Station 4 | 7:43 | 9:43 | 11:43 | 1:43 | 3:43 | 5:43 | 7:43 | 9:43 | 11:40 
z Trains 1703 and 1705 are Saturday only trains and will not operate on Sunday. Trains 1702 and 1704 are Saturday only trains and will not operate on Sunday. 
8 Massachusetts Bay & Visit Customer Service Download the Follow 
S Transportation Authority [C@()LIS MBTA.com 617-222-3200 Commuter Rail App @MBTA_CR 


